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Message Text 


E.O. 11652: N/A 
TAGS: BENC, RP 

SUBJECT: MAJOR PROJECTS: TONGONAN GEOTHERMAL PROJECT 


REF: A. MANILA A-98 DTD MAY 30, 1978, B. STATE 184193 

1 . TONGONAN GEOTHERMAL PROJECT, TO CONSIST OF THREE 
37.5 MW UNITS, WILL BE PHILIPPINES' SECOND GEOTHERMAL 
PLANT. BIDDING FOR MAJOR EQUIPMENT FOR PROJECT, 
INCLUDING TURBINES, CONDENSORS, AND COOLING TOWERS, 
OPENS SEPTEMBER 8, 1978. 

2. NO FINANCING ARRANGEMENTS HAVE BEEN MADE, AS 
NATIONAL POWER CORPORATION (NPC) HAS REQUESTED BIDDER 
TO INCLUDE FINANCING IN BID PROPOSAL. 85 PCT OF 
FINANCING OF TIWI GEOTHERMAL PROJECT, PHILIPPINES’ 

OTHER GEOTHERMAL PLANT, WAS PROVIDED BY EXPORT-IMPORT 
BANK OF JAPAN. 


3. EXPLORATION, DRILLING AND CONSULTANCY SERVICES FOR 
PROJECT UNDERTAKEN BY KRTA, A NEW ZEALAND FIRM HIRED BY 
NEW ZEALAND GOVERNMENT AS PART OF TECHNICAL ASSISTANCE 
PROGRAM. 


4. SHORT LIST CONTAINS SEVEN COMPANIES, ONE AMERICAN, 
ONE SWEDISH, ONE ITALIAN, AND FOUR JAPANESE. MURPHY 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 MANILA 13552 071006Z 


UNCLASSIFIED 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 

NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978MANILA13552 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780322-0922 
Format: TEL 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780892/aaaaczfj.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 706c9a67-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 MANILA A-98, 78 STATE 184193 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1820683 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECTS: TONGONAN GEOTHERMAL PROJECT 
TAGS: BENC, RP 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/706c9a67-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



